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MINISTRY OF HOME AFFAIRS 

NOTIFICATION 


New Delhi, the 9th July 1960 


S.O. 1712.—In exercise of the powers conferred by sub-clause (vlil) of 
clause (a) of sub-section (1) of section 2 of the Essential Services Maintenance 
Ordinance, 1960 (1 of 1960), the Central Government, being of opinion that strikes 
in any service under the control of the Government connected with the keeping, 
storage, movement, issue or distribution of foodstuffs would result in the inflic¬ 
tion of grave hardship on the community, hereby declares every such service to 
be an essential service for the purposes of the said Ordinance. 

[No. F. 20/60/60-T,] 


ORDER 


New Delhi, the 9th, July 1960 

S.O. 1713.—In exercise of the powers conferred by sub-section (1) of section 3 
of the Essential Services Maintenance Ordinance, 1960 (1 of 1960), the Central 
Government hereby prohibits strikes in any service under the control of the 
Government connected with the keeping, storage, movement, issue or distribu¬ 
tion of foodstuffs. 

[No. F. 20/60/60-T.] 

NOTIFICATION 


New Delhi, the 9th July 1960 


S.O. 1714,—In exercise of the powers conferred by sub-clause (vlll) of clause 
(a) of sub-section (1) of section 2 of the Essential Services Maintenance Ordinance, 
1960 (1 of 1960), the Central Government, being of opinion that strikes in any 
service connected with the maintenance. In any premises owned or held on lease 
by the Central Government of electric sub-sections or electric installations or of 
water pumps or the supply and distribution of water or of sewage systems and the 
disposal of sewage would prejudicially affect the maintenance thereof as a public 
utility service, hereby declares every such service to be an essential service for 
the purposes of the said Ordinance. 


ORDER 

New Delhi, the 9th. July 1960 


[No. F. 20/60/60-T.] 


S.O. 1715.—In exercise of the powers conferred by sub-section (1) of section 3 
of the Essential Services Maintenance Ordinance, 1960 (1 of I960), the Central 
Government hereby prohibits strikes in any service connected with the mainte¬ 
nance, in any premises owned or held on lease by the Central Government, of 
electric sub-stations or electric installations or of water pumps or the supply and 
distribution of water or of sewage systems and the disposal of sewage, declared by 
the Notification of the Government of India in the Ministry of Home Affair.s 
S.O. No. 1114 dated the 9th July, 1960, to be an essential service for the purpose.s 
of the said Ordinance. 

[No. F. 20/60/60-T,1 
V, VISWANATHAN, 

Special Secretary to the Government of India, 
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